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Ate ter ter. 


Let us help make it still happier by relieving you 
forever of the worries connected with your ice supply. 


If you install a Jack Frost system you will be sure 
of most dependable refrigeration under all conditions, 
with plenty of pure ice cubes for every need. 





The Jack Frost will also reduce your present re- 
frigeration costs by from 331/3% to 50%. 


There is a Jack Frost in the 

size you require. Write 

now for prices and complete 
information 


The 
Jack Frost Ice Machine Co. 


Limited 
347 Sorauren Ave. - Toronto 


Tully Ice Machine Co,, Limited 
(Exclusive Distributors) 
Winnipeg - Manitoba 
Geo. Cameron, Ottawa 
(Exclusive Distributors) 


Model 200, One-ton capacity; Model 406, Two tons capacity. 
Direct Connected, Motor Driven. Ottawa Valley 























STEVENS 
SURGICAL LUBRICANT 








Introductory Announcement 





A Large Tube of Stevens Surgical Lubricant 


‘WILL BE SENT GRATIS TO EVERY 
HOSPITAL 


upon request 





This Lubricant is a perfectly smooth, non-irritating, 
sterile, antiseptic Lubricant for catheters, sounds, etc. 
Greaseless and water soluble. 





tienen carriage paid, without charge The STEVENS Companies 


1 Tube Stevens Surgical Lubricant to ESTABLISHED NEARLY A_L, 


Hospital 


Address 145 Wellington St. W., TORONTO |= CALGARY, 327 Seventh Ave. W. 
396 Notre Dame Ave., WINNIPEG VANCOUVER, 730 Richard St. 
and LONDON, Eng. 











Signed ; 
Use this coupon please 
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QUALITY and PURITY 


Hospitals that make Quality their First requirement, will find their demands completely 
complied with in ‘““SALCO” Products, which cost no more than the ordinary kinds. 


Because—they are prepared in our own mills under closest supervision. 
—They are made from the Finest, Snow White Cotton obtainable. 
—They are absolutely Aseptic. 


—They are Soft, Filmy, and have great Absorbency. 
—They are SAFE. 








Absorbent Cotton 


—for hospitals ‘‘Palmetto’’ and 
‘‘Hospital’’ supplied in bulk, 
1 lb. rolls, 100 lbs. to bale, or 
in eases, 50 lbs. to case. Pack- 
age goods ‘‘SALCO’’ 14-0z. to 
16-0z. cartons. 


Sanitary Napkins 


—supplied tied, one doz. to 
bundle, 100 doz. in case, or 
packed 3, 6, or 12 to a carton. 
Also in Glassine envelopes. 








CANADIAN REPRESENTATIVES 


THE STEVENS COMPANIES 
Toronto Winnipeg Calgary 
Vancouver London, Eng. 











Southern Aseptic Laboratories 


Manufacturer of 
““SALCO”’ Absorbent Cotton and Sanitary Napkins 


General Office and Mills, Samples and Prices 
COLUMBIA, &. C. on Request 
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THE “BARTON ” SPHYGMOMANOMETER 


A WELL-KNOWN SPECIALIST writes :— 


“There is no better Instrument than the Barton 
Sphygmomanometer, and it should be in the possess- 
jon of every medical practitioner,” 











REDUCED PRICE 
Complete 


£3:3:0 


British made throughout 





THE BARTON 
SPHYGMOMANOMETER 






SURGICAL MANUFACTURING C° E> 
85 MORTIMER St W. 


















800 page Surgical Instrument Catalogue 
giving present-day prices free 
on application 






ACTUAL 
SIZE 

















The SURGICAL MANUFACTURING CoO., Lid. 


Surgical Instrument Makers 


83-85, MORTIMER STREET : LONDON, W., ENG. 
































QUICK TO DRY 


No lost time waiting for the wax to dry if you use— 





Labor cost is a most important part of your expenditure—Save time and 
money by using Poliflor. 


Try It at Our Expense 
WRITE 
The Nugget Polish Company Limited 


102 Amherst Street ° Montreal 
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Refinite—Indishensable in the Hospital 


In point of utility a Refinite Installation is second only to the heating plant, but 
unlike the heating plant it costs nothing for maintenance or operation. 
On the contrary, every day from the day it is installed Refinite saves money. 
By delivering a constant supply of water 100% soft it effects tremendous economies 
in the laundry—some hospital authorities claim the 
saving runs as high as 50%. Fuel bills will show a similar 
reduction. Scale cannot form in boilers fed with Refinite 
softened water. 


CANADIAN HOSPITALS EQUIPPED WITH REFINITE 


Misericordia Hospital, Edmonton, Alta. 
Saskatchewan Sanatorium, Fort Qu’Appelle, Sask. 
Sask. Provincial Hospital, North Battleford, Sask. 
Providence Hospital, Moose Jaw, Sask. 

Regina General Hospital, Regina, Sask. 

Weyburn Mental Hospital, Weyburn, Sask. 

Willett Hospital, Paris, Ontario. 


WRITE FOR FULL PARTICULARS 


SEFINITE 


RIVAL OF THE CLOUDS 


TRADE MARK 


A typical Refinite Installation. NATURE’S WATER SOFTENER 


Refinite Company of Canada, Limited 
305 Continental Life Building, Toronto, Canada 
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THE BEAVER JUNIOR DRYING TUMBLER 


in SMALL — COMPACT 
7 ar ti VERY EFFICIENT 


These are the outstanding features 
of the Beaver Junior Tumbler. It 
occupies small floor space, but has 
extremely high capacity. 

Simple, convenient controls regu- 
late the temperature and circulation 
of the air. The main cylinder bear- 
ing are squirrel cage roller bearings, 
the reversing header is ball-bearing, 
and the fan bearings are ring oiling. 


= Just the Thing for Your 
Size 30 x 42 Blankets and Woollens 


We manufacture a complete line of LAUNDRY MACHINERY for the Hospital, and 
will be glad to give you the benefit of our wide experience in planning your laundry 
and choosing suitable equipment. Specifications, Blueprints and Estimates furnished 
free and without obligation. 


The Beaver Laundry Machinery Co., Limited 


MANUFACTURERS 
Montreal TORONTO Winnipeg 


























“STANDARD” KITCHEN EQUIPMENT 





We Manufacture the Most Complete and up-to-date Line of 
Kitchen Equipment in Canada 


A glance through our Catalog will convince you. Some of our recent installa- 
tions include the following: 


Notre Dame Hospital, Montreal. General Hospital, Kingston, Ontario. 
Isolation Hospital, Kingston, Ontario. Toronto General Hospital, Diet Kitchen. 
St. Joseph’s Hospital, Sudbury, Ontario. Highland View Hospital, Amherst, N.S. 


GEO. SPARROW & CO. 


119 Church Street Phone Main 1305 Toronto, Ontario 
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| 
Enamelled Hot Plates 

with | 

Patented Indestructible Elements 
| 

| 

| 








D22-E.C. D24-E.C. 


For diet kitchens and general hospital requirements we have developed a 
new line of electric hot plates. These devices are equipped with the famous 


indestructible sheathed wire element. 


Hotpoint sheathed wire elements are cast in solid iron. The boiling over 
of pans or kettles has absolutely no effect upon them, neither has the accidental 
dropping of a heavy article upon the cooking surface. Fragile porcelain and 


exposed wiring are entirely eliminated. 
Sold by Dealers Everywhere | 
Further information gladly supplied upon request. | 


Address Hotpoint Division, Canadian General Electric 
Company, Limited, Toronto. 


A Canadian General Electric Product 
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Toronto General Hospital 


Another Leading Institution Which Specified 


“D & P” Sterilized Curled Hair 


For Its Mattresses 


If interested write us for the names of mattress 
manufacturers in your District 
who handle— 


“D&P” Sterilized Curled Hair 
7 a | 








DELANY & PETTITT, LIMITED 


Manufacturers 


TORONTO 
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Nurses Urge Co-operation 


The greatest need now with regard to the Regis- 
tered Nurses Act in Ontario is increased co-opera- 
tion of the larger hospitals with the smaller in any 
city or town, is the opinion of Miss Elizabeth Mac- 
pherson Dickson who recently addressed a large 
gathering of the Florence Nightingale Association in 
the Graduate Nurses’ Club, Sherbourne Street, 
Toronto. Miss Dickson made a survey of training 
schools in the Province and organized the department 
for registered nurses. 

In a historical sketch of the development of the 
nursing profession in Ontario the speaker made par- 
ticular reference to nurse training and the registra- 
tion of graduates. She dealt with the regulations 
which are enforced for the conduct of approved 
training schools in Ontario, and the possibility of re- 
ciprocal agreements being made with other coun- 
tries, Provinees and States. 

Miss Barbara Blackstock is President of this asso- 
ciation which has accomplished a great deal in the 
interests of the nursing profession. 


na 


®Broader Treatment of Mental Cases 


One of the crying needs of the present day is a 
group of detention homes for mental cases, which 
should be located in this city, Toronto, London and 
Ottawa, stated T. H. Pratt, chairman of the Hamilton 
Hospital Board, and he is considering what steps 
can be taken to urge this question upon the Provin- 
cial Government. 

The Ontario Hospital was very well in its way, he 
said, but it did not possess the facilities to deal with 
those cases which resulted from nervous breakdown 
and depression. When he investigated the matter 
some years ago he found that there were only two 
or three doctors in the Ontario hospital to deal 
with the hundreds of cases there. To put a man in 
an asylum was to impose a stigma on him worse than 
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that of prison, for his children had to wear the mark, 
and people whispered, ‘‘His father was in the 
asylum.’’ 

The cases should be treated as mental disease and 
he did not see any fundamental difference betweer 
mental and physical disease. With proper treat- 
ment many eases could be cured, and the patient 
should be put under the care of doctors who had 
made a special study of such conditions. 


At the present time there was no discrimination 
made between the people actually insane and those 
who were only on the border line, and who, with 
proper care, could be eured. There had come to 
his notice recently several cases of people breaking 
down under undue strain, and it was not fair to 
classify these people with the raving maniac. 


Some years ago he appealed to the Hearst Gov- 
ernment to take some action, and it was agreed 
that if the city provided the building the Govern- 
ment would equip it, but just at that time the Gov- 
ernment went out of power and the succeeding one 
would not consider the proposal at all. There was 
some hope of the present government being more 
favorable, he added, and he would consider what 
steps could be taken to bring the matter to its 
attention. 

ey 


Alberta Government Will Assist 


“The Provincial Government recognizes that some 
measure of financial relief must be afforded the hos- 
pitals of the provinee,’’ declared Dr. W. C. Laid- 
law, Deputy Minister of Public Health, recently, 
‘‘and what will probably be the solution of the 
question is now engaging the attention of the 
cabinet.’’ 

Dr. Laidlaw regretted that he was not in a posi- 
tion to make a definite announcement, but assured 
a delegation that some measure of financial relief 
was being contemplated by the Government and that 
it would be put into effect at the next session of the 
Legislature. 

He also stated that the Government had under 
consideration a scheme to take eare of incurables 
throughout the provinee, and asserted that it was 
not until recently that the department realized the 
great burden that was being placed on municipali- 
ties through having to take care of ineurables. The 
matter was brought very forcibly to the attention 
of the department through a request made by the 
City of Calgary that the Government take over the 
eare of an incurable that had been in the General 
Hospital there for four years, and on investigating 
this case it was found that the keeping of ‘this 
patient had cost the ratepayers of Calgary over 
$4,000. 

While not making any definite announcement as 
to the Government’s policy, Dr. Laidlaw left the im- 
pression that it was the intention of the Govern- 
ment to build a home to which all provincial ineur- 
ables would be taken. 

Dr. Laidlaw outlined the work at present being 
conducted by the Department of Health, and cited 
the experiments which are being conducted at 
Ponoka Hospital. He hinted that some very far- 
reaching benefits to Alberta would result from them. 





10 THE CANADIAN HOSPITAL 


An Important Conference 


It is announced that there is to be a conference 
on the medical services of Canada, arranged by the 
Canadian Medical Association, in the House of Com- 
mons, Ottawa, for three days, commencing Dee. 18. 

This conference will be unique in the history of 
medicine in Canada in that such a gathering has 
never taken place before. It is expected that dele- 
gates will attend from all parts of Canada, the pub- 
lie health bodies, medical councils, medical associa- 
tions and medical universities all being represented. 

The meeting is being held under the patronage of 
the Minister of Health, Hon. Dr. Beland, and its 
main object is to strengthen public health activities 
in Canada with a view to. rendering better medical 
service from coast to coast. 

Dr. T. C. Routley, of Toronto, is the General Secre- 
tary of the conference. Dr. Alexander Primrose, 
also of Toronto, is the Chairman. 
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The Joys of the Radio 


‘‘People outside can never realize what these con- 
certs mean to us. They bring comfort and happi- 
ness into our lives that we would never otherwise 
have the opportunity to enjoy.’’. 

To see the patients of any one of our hospitals 
or institutions drinking in every word and note of 
the splendid programs broadcast from time to time 
is to appreciate more fully the powers of the radio 
to alleviate human suffering and to promote content- 
ment and even happiness. 

The little old lady who so thoroughly enjoyed the 
Toronto Sportsmen’s Sacred program, broadcast 
by CFCA the other Sunday, voiced the feelings of 
hundreds of patients in those hospitals and institu- 
tions equipped with receiving sets. 

We hope and believe that the time will soon come 
when the majority of hospitals will have radio re- 
ceiving apparatus installed. A number have al- 
ready realized this object. The Mountain Sani- 
tarium, Hamilton, is equipped with a complete sys- 
tem of head-sets which affords their three hundred 
patients the opportunity of listening-in on a wonder- 
ful variety of entertainment to brighten otherwise 
dull and uneventful days. 


Small Hospitals Present Case 


Maintain that Country Hospitals Cannot Meet 
Nurses Regulations 


Attempted autocratic control of the small country 
hospitals by the nursing profession was the situa- 
tion alleged at a session of the inquiry conducted by 
the Agriculture Committee at the Parliament Build- 
ings, Toronto, which representatives of the nurses 
and of the country hospitals attended. Hon. Dr. 
Jamieson, chairman of the committee, explained at 
the opening of the gathering that exception was 
taken to the regulations for training nurses which 
had been passed by the Government in 1922. Such 
regulations required that hospitals, in order to train 
nurses, must employ a superintendent of nurses, an 
assistant superintendent and a night supervisor. 
The hours of labor were specified as not more than 
58 per week. Hon. Dr. Jamieson declared that the 
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small country hospitals simply could not meet these 
regulations. 

Hon. Dr. Jamieson, speaking as a country prac- 
titioner, said that he fully recognized the value of 
the trained nurse, but that he had, nevertheless, en- 
gaged in medical work for 25 years without seeing 
one, and that his patients had not suffered. ‘‘These 
regulations,’’ he stated, ‘‘are placing nurses almost 
on the plane of the learned professions. We do not 
begrudge them that standard; we recognize that 
they are very valuable. But we do not want any- 
thing done that may react to the detriment of the 
eountry hospital.’’ He referred to the section of 
the regulations which prescribed the curriculum 
for nurses in training, and averred that a person 
completing it would be practically qualified to prac- 
tice medicine. 


DEFENCE OF LEGISLATION 


Speaking on behalf of the regulations, Dr. W. J. 
Dobie, of Weston, declared that they had been 
drawn up in recognition of the fact that Ontario’s 
standard of training for nurses was not gaining 
recognition all over the continent. ‘‘A girl,’’ he 
said, ‘‘wants to have a standing which shall mean 
something to her when she graduates, and which 
will mean dollars and cents.’’ He declared that the 
object of the regulations was to secure recognition 
for Ontario Hospital graduates in Michigan, New 
York, or any other places where standards were 
high. 

Dr. Dobie emphasized that the regulations applied 
only to girls who wished to become registered nurses, 
that they did not prevent girls from becoming other 
than registered nurses, and that they did not pre- 
vent hospitals from gaduating girls as other than 
registered nurses. He charged, however, that hos- 
pitals in the province were receiving girls to be 
trained as nurses, and were simply exploiting them, 
giving them no proper training whatever. 

‘‘Name those hospitals,’’ Dr. Goves, of Fergus, 
instantly challenged. 

Dr. Dobie conceded that he could not do so per- 
sonally, but stated that others were present who 
could and would do so later. 

He concluded his statement by declaring that the 
regulations would ultimately be found to work out 
not only in favor of the nurses, but also in favor of 
the hospitals, by leading to immeasurably higher 
standards. 


GROUNDS OF PROPOSITION 


Dr. Groves, of Fergus, presented the case for the 
country hospitals. Pointing out the great “work 
which they did throughout the province in making 
it unnecessary for patients to be brought at great 
expense to the city hospitals, he declared that it 
would be absolutely impossible for them to operate 
under the provisions of the regulations. The cost 
would be too great. 

He referred to representations which had been 
made to Hon. Mr. Nixon, Provincial Secretary, at 
the time of the approving of the regulations, who 
had said: ‘‘I can see that I have misunderstood this 
legislation, and that it is all wrong. You can all 
go home and believe that nothing is going to happen 
to your hospitals under this law.’’ 

Instancing the impossibility of retaining a super- 
intendent, an assistant superintendent and a night 

(Continued on page 30) 
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Splendid Memorial to War Dead is 
St. Thomas’ New Hospital 


Impressive Opening Ceremonies Attended by 
Many Thousands 


In the presence of thousands of people the new 
Memorial Hospital, St. Thomas, Ont., was formally 
opened on November 19th and dedicated as a last- 
ing and useful memorial erected by the citizens of 
St. Thomas and Elgin County to those brave Cana- 
dians who gave their lives in the cause of liberty and 
freedom. The ceremonies throughout were marked 
by impressive simplicity. With the exception of 
Brig.-Gen. King, C.M.G., D.S.0., of London, com- 
manding Military District No. 1, who unveiled the 
soldier statue which stands in front of the hospital, 
those officiating were local citizens. 

The new structure is erected in connection with 
the Amasa Wood Hospital, which was presented to 
the city 30 years ago by Amasa Wood. The major 
part of the services provided in the older building 
will be transferred to the new quarters, the former 
being used for maternity wards and as a nurses’ 
residence. 

The hospital itself on inspection proves to be 
everything that the speakers asserted. From base- 
ment to top floor it is complete and as up-to-date 
as a hospital can possibly be. There are three floors, 
in which are 38 private rooms, and four publie wards 
in which there are 24 beds, 16 for adults and eight 
for children. 

A number of the special features regarding con- 
struction and equipment are interesting. 

Designed by Neil R. Darrach, of the firm of 
Darrach and Findlay, St. Thomas architects. Con- 
struction was personally supervised by Mr. Darrach. 

There are 37 private wards in the building, in- 
eluding six private wards with semi-private baths 
and lavatories. 

Two publie wards with eight beds in each ward. 

Two children’s wards with six beds in each ward. 

Four diet kitchens with electrical equipment, in- 
cluding large preparation diet kitchen in basement. 

Two large sun parlors, on main and second floors. 

Six utility rooms, two on each floor. 

Three solution rooms. 

Well-arranged bathrooms and toilet rooms on 
each floor for private wards. 

Locker room for public ward patients, with indi- 
vidual lockers for each patient. 

Lecture room for nursing staff on second floor. 

Complete maternity department off second floor. 

Silent signal system. 

Complete operating department which includes: 
Two major operating rooms, specially-fitted room for 
minor operations, laboratory room, anaesthesia room, 
sterilizing and doctors’ scrub room, doctors’ shower 
and locker room, nurses’ room, general sterilizing 
room where main battery of sterilizers are located, 
bandage dispensing room and utility room. . 

On the main floor are located: General office, 
superintendent’s office and board room, doctors’ 
consultation room, detention room where doubtful 
cases are diagnosed, and Memorial Hall. 

In the basement are located: Complete X-ray 
department, commodious dining-room for staff, com- 
plete general kitchen with electric equipment re- 
frigeration room, boiler rooms. 
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Pure Water is Essential 
in the Hospital 


The only way to procure 
it is by DISTILLATION 











S. G. Barnstead 


Hospital Water Plants 


are known for their absolute dependa- 
bility and are guaranteed to give com- 
plete satisfaction. 


The still illustrated is continuous and 
automatic in operation. Receiving tanks 
are equipped with heating and cooling 
coils, thus giving an abundance of hot 
or cold sterile water at a moment’s 
notice. 

Let us assist you with your sterilizing 


problems. 


Canadian Agents: 


Lymans Limited, 344 St. Paul St. W. 
Montreal 


Barnstead Mfg. Co. 


62 Washington St. N., Boston, Mass. 


} 
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STERLING 
Examination Cots of 
Pure Gum 


Made of the same high-grade -materials and work- 
manship: that has made the name STERLING 
famous . wherever SEAMLESS Rubber Gloves 
are used. 





Easily sterilized. Very popular and convenient 
for vaginal and rectal examinations. 


The STERLING trade mark on rubber goods 
guarantees all that the name implies. A!lways 
insist on the genuine. 





Illustrated folder containing 
helpful data on request 





Sterling Rubber Company Limited 
GUELPH . CANADA 


Largest Specialists in SEAMLESS Rubber Gloves 
in the British Empire. 























Efficient and Economical 


CH LOROF ORM 
ANAESTHESIA 


‘*Hartz’’ 





Uniformly successful results with no in- 
jurious after effects are obtained from 
CHLOROFORM for ANAESTHESIA 
‘*Hartz’’. 


A chemically pure CHLOROFORM en- 
tirely free from organic matter, PHOSGENE, 
CHLORINE and other OBJECTIONABLE 
IMPURITIES. 


Highest efficiency is obtained from 
CHLOROFORM for ANAESTHESIA 
‘“‘Hartz’’ and at a reasonable price. 


The J. F. Hartz Co., Limited 


Pharmaceutical Manufacturers 


Toronto - Montreal 

















The hospital is equipped with electric elevators 
and dumb waiters, with latest safety appliances. 
Elevators cannot be operated while safety doors are 
open. 

All wards are furnished with standard equip- 
ment, including special hospital type of Simmons 
beds, equipped with rubber-tired wheels for moving. 
Chairs, tables and dressers are all fitted with rubber- 
capped legs. 

Every ward is an outside room with large win- 
dows ensuring plenty of sunshine. 

Extra wide corridors finished in light cream, with 
battleship linoleum floor covering. 

Connections between new and old building are all 
fitted with automatic fireproof steel doors. 

Elevator shafts and doors to stairways are steel 
encased, with fireproof glass. 

Stairways are of steel and concrete with noiseless 
composition steps. 

Special boiler for sterilizing purposes installed in 
boiler room in basement, where electric plant also 
is located. 

No extras on the building. Construction cost was 
contractors’ price and within a few hundred dollars 
of architect’s estimate. 


The Royal Ottawa Sanitarium 
Receives Many Bids 


Tenders were opened a short time ago by the 
management committee of the Royal Ottawa Sana- 
torium for new buildings in connection with the in- 
stitution. Owing to the number received and the 
fact that both bulk and separate tenders were re- 
ceived they were all sent to a sub-committee who 
will go over the prices and report. 

The proposed additions consist of three buildings. 
One is for advanced tuberculosis cases, to which 
the late Mr. E. C. Whitney donated $100,000, but 
which now amounts to $130,000 due to accumulated 
interest. Another will be children’s building or pre- 
ventorium, for which $55,000 is available through 
the Red Cross and gifts from Mr. Charles H. Pinhey 
and associates. It would contain 30 beds. 

Another building will be the central heating plant, 
containing laundry, and quarters for the male laun- 
dry help. Tenders are also in for alterations to the 
present Lady Grey Hospital, which will be used for 
administration building and quarters for the nurses. 

In addition to the foregoing work there will be 
considerable excavation to be done for the tunnels 
connecting the buildings. Mr. J. A. Machado esti- 
mated the total cost of all the additions as in the 
neighborhood of a quarter of a million dollars. He 
stated after the meeting that it was impossible to 
say whether any of the tenders would be accepted 
until the prices had been considered. They might 
possibly be all too high which would necessitate a 
revision of plans. 


By Fair Means or Foul 

A Seotech minister in need of funds thus con- 
veyed his intention to his congregation: 

‘‘Weel, friends, the kirk is urgently in need of 
siller, and as we have failed to get money honestly 
we will have to see what a bazaar can do for us.”’ 
—Rehoboth Herald. 
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Control of Cancer and Care of 
Patients 


Hospitals Can Play an Important Role 
Combating This Malady 


Control of a disease implies a knowledge of its 
cause or, at least, of its mode of origin. The title 
of this Committee is, to this extent, anomalous, since 
we cannot hope appreciably to control the morbidity 
from cancer until our knowledge of this disease is 
more advaneed. The American Society for the Con- 
trol of Caneer, confronted with this dilemma, has 
directed its energies to the early recognition of the 
disease in the hope that through early treatment its 
ravages may be checked. This is a compromise at 
best and cannot play a decisive role in the control of 
the malady. 

The American hospitals therefore can contribute 
little if anything to the direct control of caneer, but 
they can aid: 

1. By assisting The American Society for the Con- 
trol of Cancer in its educational propaganda, 
and by providing facilities for the early diag- 
nosis of cancer. 

2. By offering most complete facilities for the care 
of cancer patients and by encouraging every 
measure which may lead to a more fundamental 
knowledge of the cause of cancer. 

1. Educational Propaganda: The modern hos- 
pital can no longer remain satisfied with the role of 
a hospital hotel offering technical therapeutic and 
diagnostie service to the sick. It should serve as a 
community health center as well. Hospitals, par- 
ticularly in the smaller cities, should act as clearing 
houses for information on eancer. Through its 
doctors, nurses and social workers, through its dis- 
pensary and through its ward service, the hospital 
has many close contacts with the community. More- 
over, these contacts are often made under circum- 
stances which afford exceptional opportunities for 
driving home health lessons. Illness renders a pat- 
ient and his family receptive to ideas on health 
education. In this work close contact can be estab- 
lished with The American Society for the Control of 
Caneer, and information and pamphlets can be ob- 
tained through it. The danger and futility of quack 
remedies should be featured. 

Free cancer diagnosis clinics can be held in con- 
nection with “Cancer Week,’’ as was done in 
Detroit during the past year. 

2. The Hospital Care of Cancer Patients: The 
chief short-comings in the method of treatment of 
cancer patients in hospitals are, first, the fact that 
the patient is treated too exclusively by individual 
specialists and that the opportunities for consulta- 
tion and teamwork offered by the hospital are not 
utilized, and, secondly, that in too many instances 
the hospital considers its responsibility ended with 
the discharge of the patient to his home. 

It is necessary to establish a close co-operation 
between the various clinical services and the labora- 
tory. It would seem advisable to organize groups 
within the hospital, consisting of an internist, a 


Report of the Committee on Control of Cancer pre- 
sented to the American Hospital Association, Buffalo. 
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while running the last rinse 
or blue water— 


Preparation is unnecessary. The snowy crystals of 
Satin Finish Sizing instantly dissolve in the water, form- 
ing a perfect solution. The sizing is carried into the 
weave and penetrates every fibre of the fabrics. Stiff- 
ness is controlled by the quantity of Satin Finish used 
and the weight of the fabric. However great the amount 
used, there is no surface indication of the heavy stiffen- 
ing—it’s invisible. 

From the wheel, to the extractor, to the presses 
is the Satin Finish Short Way that lessens the cost and 
raises the quality of results. 


Send for your 
FREE Trial Bag 
—enough for one big 

load 


The 
Keever Starch Co. 


Columbus, Ohio. 
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MARY FRANCES KERN 


Investigation 


Conscientious campaigners welcome investiga- 
tion. 

No one organization has furnished all of the 
effective and successful service for fund-raising 
campaigns. There ‘are several outstanding firms 
in the field who repeatedly demonstrate that pro- 
fessional service is not only worth while but es- 
sential if an institution wants to secure the larg- 
est results possible in its territory. 


If you contemplate a fund-raising effort it is 
important 'that you secure a campaign organiza- 
tion with a productive record. This can be de- 
termined only by investigation—not merely by 
reading bald statements of achievement, which 
can easily be made. The exact amount raised is 
not so important as the fact of whether or not 
the client knows that the maximum sum possible 
has been raised'‘in the service area of the insti- 
tution. 


Mary Frances Kern holds that testimony is 
more important than assertion as a guide in de- 
termining the choice of the best organization 
service available. She believes in letting satisfied 
clients furnish the evidence. Make sure you are 
right before you contract with any campaign 
concern. Investigate! 


MarY FRANCES KERN 


Financial Campaigns 


1340 Congress Hotel 
CHICAGO, U. S. A. 


Suite 415 
51 E. 42nd St. 81 Adelaide St. West 
NEW YORK CITY TORONTO, CAN. 
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surgeon, a radiotherapist and a pathologist, who 
would periodically discuss the cases and determine 
the best methods of treatment. Whenever indicated, 
other specialists should be called in as well. Insti- 
tutions of sufficient size might well establish a 
cancer ward and place it in charge of a group of 
physicians, particularly trained and interested in 
malignant diseases. In smaller institutions in which 
oxperienced pathologists are not available, arrange- 
ments should be perfected so that surgical specimens 
for diagnosis can be sent as a matter of routine to 
the City, State, or Provincial pathological labora- 
tories. The hospital treating a large number of 
cancer patients will have to have proper x-ray 
therapy and radium therapy equipment. 

There is probably no field in which deception, in- 
tentional or unintentional, may be practiced with 
greater financial profit to the perpetrator thereof 
than in the treatment of patients with cancer. For 
this reason special precautions must be taken to 
maintain the highest professional standards. 


3. Follow-Up of Cancer Patients: Every cancer 
paticnt who has been treated in a hospital should be 
retained on the active list for an indefinite period. 
So little is known about the end results of the treat- 
ment of cancer, and recurrences are so common, 
that it is essential both for the welfare of the 
patient and the increase of our knowledge that the 
follow-up of patients be continued for many years 
and that accurate records be kept. This demands 
a complete follow-up organization. A patient on 
leaving the hospital should receive an appointment 
slip with an exact date and hour on which he is to 
return for examination or treatment. Those failing 
to keep their appointments should be written to and 
if they then do not respond, they should be referred 
to the social service department for investigation. 
The physicians who have treated the case should be 
made responsible for the successful working of the 
system. The reasons why patients do not report for 
observation and treatment should be ascertained. 
In the course of years, valuable statistical records 
will result from such a system painstakingly carried 
out. 

4. Out-Patients Care of Cancer Patients: Most 
cancer patients are ambulatory during a consider- 
able part of their illness and should be taken care of 
as out-patients during this period. The organiza- 
tion and administration of a good cancer clinic must 
follow the lines of the most approved practice in 
out-patient work, as outlined in the recent report of 
the out-patient committee. The cancer out-patient 
department should be an integral part of the ‘hosp- 
ital cancer department. The medical staff of the 
elinie should be the same as that of the hospital 
department and should work under the same direc- 
tion. With the aid of the unit history system the 
records of the clinie and hospital should be continu- 
ous, for many of the patients would, in the course of 
time, be registered in both departments of the insti- 
tution. 

Methods of therapy in the elinie are identical with 
those in the hospital and the special methods of 
treatment, such as radium and ‘x-ray, should serve 
both departments. 

The use of the appointment system and the limi- 
tation in the number of patients is essential, if con- 
scientious work is to be done. One of the most 
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The illustration above gives some conception of the size 
of the main kitchen in the new Civic Hospital at Ottawa 
in which meals for over one thousand persons can readily 
be prepared. 


The entire equipment shown, and much more, was manu- 
factured and installed by us and it is an installation of which 
we feel justly proud, for it is unquestionably the finest of 
its kind in Canada. 


In addition to the main kitchen we also equipped the two 
separate cafeterias for Nurses and help. These are com- 
plete with Steam-tables, Urn Batteries, Monel Metal Urn 
Stands, Crescent Dishwashers, Electric Toasters and 
Service Tables. 


The experience of our engineers is at your service no 
matter how small or how large your requirements may be. 





THE CANADIAN HOSPITAL 


When an institution such as the new 


Ottawa Civic Hospital is to be built, 


all types of equipment are thoroughly 
investigated by experts before a 
choice is finally made, 

The fact that our products were 
chosen for this fine hospital is proof 
positive that they represent the ut- 
most in both quality and value. 


Write for Catalogue of Kitchen Equipment and Utensils 


Wrought Iron Range Company 


of Canada, Limited 


149 King Street, West. 


Toronto, Canada 
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The Last Word in Kitchen Equipment 
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Comfort--- 
Continued Into The Night 


The Cantilever Shoe will carry “foot comfort, in action 
and in repose” into the evening for you. You can have 
the comfort of a flexible, snug-fitting arch and roomy toe 
while on duty and the same comfort during your hours 


of recreation. 


No longer need you sacrifice style for comfort or lack 
the grace and poise that comes from wearing appropriate 
shoes. The Cantilever Shoe actually combines style and 
comfort and is made in attractive styles to complete any 


costume, 


antilever 
Shoe 


The flexible arch of the Cantilever Shoe by co-ordinating 
with the foot action gives springy support on the inner 
and weaker side, and yet the sole is flexible from toe to 
heel. Nurses with weak arches find the Cantilever Shoe 
an aid in strengthening the structure of the foot. 


Cantilever Shoes are worn by prominent 
women everywhere and are officially en- 
dorsed by leading hospital authorities, 
physicians, women’s colleges, women’s 
clubs, public health officials, directors of 
physical education and others. 





Cantilever Shoe Shops 


TORONTO—71¢ Queen St. East. 
MONTREAL—Keefer Bldg., St. Catherine St. W. 
WINNIPEG—Hudson’s Bay Company. 
SASKATOON—Royal Shoe Store. 
EDMONTON—Hudson’s Bay Company. 
CALGARY—Hudson’s Bay Company. 
VANCOUVER—Hudson’s Bay Company. 
VICTORIA—Hudson’s Bay Company. 
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important elements in a successful out-patient de- 
partment, particularly in one that deals with can- 
cer, is a close follow-up system. This would apply 
not only to dispensary patients, but also to those 
who are discharged from the hospital. Such a 
clinie will have to have an adequate social service 
department. It is desirable to have a system of 
visiting nurses as well, to care for such advanced 
cancer patients as may need dressings and the 
like, who cannot come to the clinic and who may 
not need to be hospitalized. 

It is evident from these considerations that, in 
the treatment of cancer patients, there must be the 
closest integration between tne hospital and the 
out-patient department. Both elements are essential 
to the proper handling of cancer patients and one 
is incomplete without the other. 


5. The Care of Patients With Inoperable Cancer: 
The attitude that a patient with an inoperable 
cancer is not worthy of hospital care, and that he 
should remain at home or else be placed in a cus- 
todial institution where he receives no treatment, is 
inhuman and is not in conformity with the facts. 
It is true that many ineurable cases can, with a 
little aid, be cared for at home and ‘these should be 
aided by a visiting nurses’ service. On the other 
hand, one must remember that, with appropriate 
treatment, hopeless cases can be improved, their 
sufferings ean be relieved, and their lives prolonged 
for months or even years. There are other cases 
who need continuous painstaking and conscientious 
nursing care which they cannot get in their homes. 
These patients have a claim to hospital service equal 
to that of their more fortunate brethren, yet at 
present the doors of most general hospitals are 
closed to them. They are received in some homes 
for ineurables, where, however, they obtain little 
more than elemental custodial care. The hospitals 
in each community should -co-operate in a survey 
of local hospital conditions and plan to provide 
proper hospital care for these sufferers. If there 
are insufficient beds for this purpose, an endeavor 
should be made to interest the publie in providing 
adequate facilities. 


6. Special Cancer Hospitals: In large centers of 
population there is a field for special institutions de- 
voted to the care of cancer patients and the inves- 
tigation of certain phases of the cancer problem. 
These should be well endowed and preferably af- 
filiated with a university. They should serve as 
leaders in all matters related to the hospitalization 
of cancer patients and should be in a position to 
advise and assist smaller institutions in the solution 
of special problems. They should offer post-gradu- 
ate instruction in every phase of the cancer problem 
to physicians, nurses, and social workers. 


The Place for Him. 


Two sweethearts from Aberdeen were rambling 
round, when they came to a movie. 

The young man ran his eye over the front of 
the building. It rested on a title in large letters: 
‘‘The Woman Pays.’’ 

‘*Jean,’’ he said. ‘‘I think we’ll gang in here.’’— 
Croydon Advertiser. 
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A New Year 


OR YOU and for us—a year begun with 
the best of resolutions, the highest of 
ambitions and with a great and laudable de- 
sire to increase the scope of our activities in 
alleviating the sufferings of mankind. Mod- 
ern Science has developed ethical Physical 
Aids during the last two decades which are 
enabling the Profession to diagnose more 
confidently and to treat more specifically 
than ever before. Probably the two most 
important of these aids to the Medical Science 
are X-Ray and Diathermy. Every physician 
of course must have access to an X-Ray Lab- 
oratory for examination work and in some 
cases for treatment; and every physician 
should have his own Diatherm Equipment. 
There is no other Physical Aid which has so 
many specific uses and such a broad range 
of practical applications. We will be very 
glad to answer any questions which you may 
have about X-Ray and Physiotherapy Equip- 
ment and hope that we may serve you thru 
another happy and prosperous New Year. 


PRESIDENT 


THE ENGELN ELECTRICCOo. 


Ray andPhysiotherapy Equipment~ 
CLEVELAND:+:~OHIO 


THE BuRKE ELEcTRIc « X-Ray Co. 
Distributors for Canada 
357 College Street - Toronto 
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Improving a Heating System 


By H. H. Angus, B.A., Sc., Consulting Engineer, Toronto. 


In connection with the heating system of a 
hospital, care should be taken to see that the work 
is properly laid out by an experienced engineer and 
installed in a proper manner. In many hospitals 
the heating and plumbing is left till the last, and 
the architect, not being familiar with mechanical 
equipment calls in a contractor or a supply house 

lay out a system for him. These layouts are 
usually supplied free, and the architect, and un- 
fortunately the hospital board also, secure plans 
which are worth about as much as they pay for 
them. It is rather surprising how men who regard 
their own services as valuable will expect to secure 
proper design of a heating system without any 
cost whatever. The result in many eases is that the 
hospital secures a plant which will only heat some 
of the rooms and which is expensive to operate. 
It is to be hoped that Hospital Boards will insist on 
proper design of mechanical equipment by an ex- 
perienced man. The cost of repairs and operation 
of this equipment forms an important item in the 
yearly cost of the institution. 

In other hospitals, new additions have shin made 
from time to time and the heating plant has been 
left to be remodelled at some future time. The con- 


sequence is that the plant gives poor satisfaction, 

and sooner or later must be entirely remodelled. 
There are several matters to be taken care of in 

In the 


installing heating and steam for a hospital. 
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up quickly in the winter. For this purpose some 
auxiliary supply of heat must be provided. In the 
third place it is necessary to have an ample supply 
of hot water, and hospitals require much more than 
ordinary buildings. In the fourth place it is neces- 
sary to supply high pressure steam for the laundry, 
for sterilizers and in larger institutions for kitchens 
and steam tables. The method of taking care of 
these four requirements depends on the size and 
location of the buildings and other local conditions. 
In the plant described here these are all secured 
separately. In many other large plants high pres- 
sure boilers are used and they supply steam and 
heat for the four purposes. 


The writer has occasion from time to time to 
advise regarding changes to be made to bring heat- 
ing systems up to an efficient basis and is deserib- 
ing here changes and additions to Joseph’s 
Hospital, Chatham. This hospital consists of an 
original building to which a large addition for 
patients was later added and a new wing for 
laundry, chapel and living rooms also added. The 
buildings were all heated by hot water systems, 
there being four round boilers to heat the main part 
of the building and a small square boiler to heat 
the laundry wing. 

The rooms in the basement or ground floor were 
heated by radiators placed on the ceiling. These 
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first place it is necessary to properly heat the build- 
ing the same as any other type of building. In the 
second place certain rooms, like operating rooms, 
require heat sometimes when the plant is closed 
down in spring and fall, and also need to be heated 
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radiators did not circulate properly with the con- 
sequence that all the basement rooms were very 
cold as well as some of the other rooms on the upper 
floors. Also the cost of heating per year was very 
high. 
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MAGIC BAKING POWDER 


Ideal for the Diet Kitchens 
of Modern Hospitals 


Magic Baking Powder is composed of Phosphate, Bi- 
carbonate of Soda and Starch. No alum. Each in- 
gredient is rigidly tested. Magic Baking Powder is 
uniform in quality and can be absolutely depended 


upon for uniformly good results in baking. 


E. W. GILLETT CO. LTD. 


TORONTO 
| WINNIPEG MONTREAL 




















Antidolorin 
(Ethyl Chloride of Guaranteed Purity) 








Specifications: 
Specific Gravity 0.921 at O. C. 
Boiling Point 124° at 760 mm. 
Acidity None 
Aldehydes None 
Sulphur Compounds None 
Ether and Alcohol None 
Moisture None 
Free Chlorine None 
Residue and residual odor None 


Containers:—60 and 100 gram glass tubes, large or fine spray, all tubes fitted with automatic 
closure caps. 

USED EXTENSIVELY IN MANY OF THE LARGE HOSPITALS IN THE | 

UNITED STATES AND CANADA 


Special Selling Agents 


Ethical Drug Products, Limited, 547 Parliament St., Toronto. 


J. A. MacDonald, P hm.B., 101 College St., Toronto 


Sole Distributor for Canada 











OBTAINABLE FROM ANY RELIABLE DEALER 
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~ STERILIZERS 


Bramhall Deane Sterilizers were among 
the first sterilizers manufactured. We 
have designed every variety and size, de- 
veloped many basic patents to insure ef- 
ficiency and safety and have provided in- 
numerable sterilizers to 
the leading hospitals and 
laboratories in Canada and 
throughout the world. If 
you have a sterilizer prob- 
lem, let us help solve it. 





Send for Sterilizer Blue 
Book 
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263 C West 36th Street 
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Made in Canada 


HOLD-FAST 
Medical Bags 


Are Durable 


Sold only by the 
Leading Supply Houses 
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Manufactured by 


W. & J. Mitchell, Limited 


TORONTO 



































The boiler room was old and of poor construc- 
tion, and it was decided to build a new power house 
and instal all the equipment there. The new power 
house is a plain brick building set with the floor 
level with the grade. It has reinforced concrete 
roof and concrete floor. 

The present five boilers were dismantled and sold 
and two new steel boilers installed. These are of 
such a size that either one will care for the com- 
plete hospital except during three or four weeks 
of the coldest weather. In this way the hospital 
is provided with duplicate service in case of break- 
down of one boiler. The boilers are of the down 
draft firebox portable type so that cheap grades 
of coal can be burned without serious trouble from 
smoke. 

In order to force the water through the system 
a motor driven circulating pump was installed. The 
heating systems are all connected together and 
valved so that all the hot water used for heating 
is forced through the boilers by means of the pump. 
The use of a pump allowed the boilers to be placed 
at the grade level instead of at the low point of the 
system. The pump also inereases_ circulation 
throughout the system. By making a few changes 
in the existing basement mains it has been possible 
to heat the basement rooms and also other parts 
of the hospital to a uniform degree. Changes made 
in the mains were done with the idea of securing a 
balanced system. In most of the basement rooms the 
radiators were removed from the ceiling to a 
location under the windows so as to place the heat 
sources where required. The accompanying draw- 
ing shows the changes made and as the mains are 
exposed along the basement ceiling, it was not 
necessary to break into any walls or finished rooms. 
Practically no changes were made in piping on the 
upper floors and it was unnecessary to close up any 
rooms in the building while the work was being done. 

Those parts of the building which were cold now 
heat up uniformly with the other rooms. The 
original system was improperly installed, and to 
have it taken out and put in new piping, ete., would 
have cost considerable money, damaged finished 
walls and floors, and caused general inconvenience 
in operating the hospital. The changes actually 
made were practically all in the basement where 
they could be done without trouble, and of course 
the new boilers and pumps were installed in a new 
building. The laundry boiler and traps, ete., were 
removed without interfering with the operation of 
the laundry. 

For heating the operating rooms quickly a steam 
radiation is placed in each of these rooms and a small 
gas-fired boiler placed in the basement. When it is 
desired to use these rooms the small steam boiler 
is lighted up and the rooms are quickly heated. 
This auxiliary system is also very necessary for cool 
days in the spring and fall before the heating system 
is in operation. 

The-steam for the laundry and sterilizers is sup- 
plied by a high pressure boiler which had been used 
in the old power house. The condensation from this 
system is returned by traps to this boiler. 

The domestic water for use in the hospital is 
heated by means of a jacket heater fired with coal, 
and the hot water is stored in a large tank. A small 
electric driven circulating pump is used on hot 

(Continued on page 30) 
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Super-Nourishment 
Easily Assimilated 


Hospitals, Sanitoria and similar institutions find “Ovaltine” Tonic Food Beverage 
ideal for administration in cases where the systemic condition demands extra 
nourishment in a form that minimises the tax on digestive powers. 


“Ovaltine” is a concentration of the vitalising principles of Winter Malted Barley, 
Eggs, and Milk, flavoured with purest cocoa. It is deliciously palatable, and can 
be prepared at a moment’s notice by mixing with hot milk or milk and water. 


“Ovaltine” is converted rapidly and completely into the end products of digestion 
even where the functions of absorption and assimilation are materially lowered. 
In cases of difficult feeding and convalescence it can be prescribed with complete 
confidence. It is especially valuable for building up nutritional reserves in 
maternity cases, thus permitting the Mother to breast-feed the infant. 


Supplied in -lb. and 7-lb. pack- 
enn ages. Adequate trial samples sent | 
on request. 











fi We also make a preparation of 
: @ iv leat eevensts Ov pure Norwegian Cod Liver Oil 
oa and the finest English Extract 





of Malt. 
—« The product is exceptionally 
FL CONCENTRATED of pure and palatable, and spe- 


cially priced to hospitals and 
sanitoria. Put up in I-lb. and 
2-lb. jars and I14-lb. drums. 
Also Extract of Malt, plain, 
in the same size containers. 


OVALTINE — 


Se INC FOOD BEVERAGE 


Buitds up Brain, Nerves,and Body 





Pf ur exsract Bi] 














Prices quoted upon application 


A. Wander, Limited 


455 King Street West TORONTO, ONTARIO 
Head Office - - London, England 
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News of Hospitals and Staffs 


Condensed News of Hospital 
Activities from Coast to Coast 
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Ottawa 


Miss Mabel Stewart Appointed 

It has been announced that the new superinten- 
dent of the Lady Grey Hospital, Ottawa, is to be 
Miss Mabel Stewart, formerly lady superintendent 
of the Protestant General Hospital. She succeeds 
Miss Gertrude Bennett, who was in charge at the 
Lady Grey, but who was selected as lady superinten- 
dent of the new Civie Hospital. 


London 
Have New Residence for Nurses 

The culmination of years of striving on the part 
of officials of the Ontario Hospital was reached 
when the new nurses’ home of that institution was 
officially opened by His Honor Harry Cockshutt, 
Lieutenant-Governor of Ontario. 

The new home has accommodation for 50 nurses 
and fills a long-felt want at the Ontario Hospital. 
It ineludes dormitories, spacious sun-rooms, com- 
fortable recreation rooms and studies and a large 
dining hall. The building is comfortably furnished. 


Ottawa 


Accepts Post at Ottawa 
Dr. T. R. Little, Assistant Professor of Pathology 
at Queen’s, who has accepted the position of Direc- 
tor of Pathology at the new Ottawa hospital, will 
take on his new duties before the end of December. 


Estevan, Sask. 


Now Have Thirty-Bed Hospital 


The new hospital at Estevan was formally opened 
in November. The institution, fully equipped to 
take care of thirty bed patients, has been made 
a reality through the conversion of the old 
Delight Theatre building on Fifth St., which has 
been completely remodelled, made as nearly fire- 
proof as is possible under surrounding condi- 
tions, and equipped with every convenience for the 
treatment of patients. 


T oronto 

Honored on 90th Birthday 
Mrs. Andrew Craigie, superintendent of the Hos- 
pital for Incurables for 25 years, was tendered a tea 
in her honor on the occasion of her 90th birthday 
recently. Miss Cooke, 130 Dunn Avenue, was hos- 
tess at the delightful function. Mrs. Hamilton and 
Mrs. Eggleston, assisted by Mrs. Rogers and Mrs. 
Gibson, presided at the pretty tea-table, which 
was decorated with wreaths of smilax and pink 

roses, silver candlesticks and candelabra. 


wre 
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Toronto 
St. Michael’s to Start Building 


The new building of the Out-Patients’ Depart- 
ment of St. Michael’s Hospital will be proceeded 
with at once. It will be a five-storey building, modern 
in every respect, and will give St. Michael’s facili- 
ties for dealing with the ever-increasing out-patient 
work. 


The amount of money available from the cam- 
pagn of last spring, according to the audit of Clarke, 
Houston & Company, is as follows: Receipts of cam- 
paign, cash subscriptions, $161,600.25; payments, 
campaign expenses, including clerical workers and 
advertising, $24,117.73; net proceeds, $137,482.52; 
unpaid subscriptions, $44,907. Total, $182,389.52. 


The unit now being erected will cost about 
$500,000, the plans for which are being readjusted 
by J. P. Hynes, architect. 























Most Canadian Hospitals using 
Mechanical Refrigeration 


Have 


“YORK” 
ICE MACHINES 


“The Best Made” 


Let us send you the names of those nearest you 


Canadian Ice Machine Co., Ltd. 
TORONTO 


Montreal Winnipeg Vancouver 
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Moose Jaw 


Woman Physician Goes to U.S. Hospital 

Dr. K. M. White, one of the few Canadian girls 
to pass university examinations which qualify her 
to practice as a physician and surgeon, and the only 
Saskatchewan lady to date to seeure this honor, 
has received an appointment on the staff of St. 
Lawrence Hospital, Ogdensburg, New York State. 
Dr. White passed with honors in medicine and sur- 
gery from Toronto University in June of the pres- 
ent year, also obtaining the certificate of the medical 
Council of Canada which permits her to practice in 
any portion of the British Empire. She is a 
daughter of Mr. and Mrs. Wellington White, Rothe- 
say Park, Moose Jaw, where she has been staying 
since her graduation. 


St. Catharines 


Col. Leonard Supplements Gift 
Supplementing his gift of a new nurses’ home for 
the General and Marine Hospital of this city, the 
home being partially complete, Col. R. W. Leonard 
has given an annuity of $1,000 toward hospital main- 
tenance, under a trust arrangement. 


T oronto 


Miss J. I. Gunn to Visit Europe 

Miss Jean I. Gunn, superintendent of nurses at 
Toronto General Hospital has been honored by the 
Rockefeller Foundation in being invited to go to 
England and the Continent to make a study of hos- 
pitals and training schools. Miss Gunn expects to 
leave Toronto in March to undertake this work 
abroad. 


Montreal 


Campaign Objective Is Exceeded 

Wild cheering, enthusiastic waving of serviettes, 
and similar demonstrations of joy greeted the an- 
nouncement, made at the closing dinner of the St. 
Mary’s Hospital campaign, that final figures in con- 
nection with the two weeks’ drive for funds showed 
a total of $251,087, a gain over the campaign com- 
mittee’s $150,000 objective of $101,087. 

All speakers were delighted with the magnificent 
results of the campaign, and are most optimistic re- 
garding the success of a campaign which they hope 
to hold within the next four or five years, for a 
million dollar hospital. 


A Doubtful Investment. 


‘‘May I ask the cause of all this excitement?’’ 
asked the stranger in the little village. 

‘‘Certainly,’’ replied the countryman, ‘‘we’re 
eeleerating the birthday of the oldest inhabitant, 
sir. She’s a hundred and one to-day.”’ 

‘‘Indeed! And may I ask who is the little man 
with the dreadfully sad countenance walking by the 
old lady’s side?’’ 

“‘Oh, that’s the old lady’s son-in-law. He’s been 
keeping up the payments on her life insurance policy 
for the last thirty years.’’—Tit-Bits. 


yj WALK-OVER’S FIFTIETH ANNIVERSARY ==™ 


Walk- Over 
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“I wear the Walk-Over Re- 
lief model shoes, that's why. 
They are so comfortable that 
I hardly know I have shoes 
on, except that people admire 
their style."’ 


Do You Know This? 


The Walk-Over Relief is made 
with a wide tread, to fit feet with 
enlarged or naturally irregular 
joints. The snug arch and nar- 
rower-than-usual heel fit the foot 
in unbelievable style comfort. 
Notice the diagram below. 


*‘My feet nearly kill me after 
I've been on them only an 
hour or two. I don't see how 
you stay so fresh when you 
are on your feet constantly 
through twelve hours’ duty.” 


The Relief is just one of our 
many shapes. There is a Walk- 
Over shoe that will fit your foot. 
We specialize in the proper fit- 
ting of shoes for Nurses. Mea- 
suring charts sent on request. 








lib k- Over 


BOOT SHOP 


290 Yonge Street 
= TORONTO 
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Let Us Tell You About— 


“KEENITE” 


—the powder of excellence, and what it is doing in Ontario’s largest 
hospitals. There is now no need to import high priced cleansers. By pur- 
chasing from us you eliminate freight charges and customs tolls. 


“KEENITE” Satisfies 


It makes the painter and the maid smile and conquers the hard water 
problem. It. is soluble, free from caustic, lye, soda-ash, etc. 


Ideal for 


the kitchen, diet kitchen, the painter and the laundry. It gives a lustre 
to your patient’s trays, it renovates the paint work and it’s use cuts in half 


the import price. 


The Economy Product 


Samples sent promptly—Let us tell you. 


Diamond Cleanser Limited 


Manufacturers of Good Powders 


363 Royce Avenue : - TORONTO, Ont. 

















STANVAR-- 


A wax-like sanitary finish for floors 
furniture and interior wood-work 
Stanvar has the beauty, the durability and the sanitary qualities 


that are so essential for Hospital floors, furniture and woodwork. 
Stanvar can be applied with a rag and lightly wiped off with a clean 


rag before it sets. It dries in a few hours with a dull wax-like 
finish. It is not slippery and produces a beautiful hard sanitary 
surface. 


Stanvar is just one of many varnish specialties which are ideal for 
Hospital interiors. May we quote you prices and full particulars? 


Jiparen. 





Montreal ' Winnipeg TORONTO Halifax Vancouver 
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Ottawa Civic Hospital Appoints 
Medical Staff 


Appointments to the medical staff of the new Civie 
Hospital were announced by the Board of Trustees. 
These have been awaited with much interest by the 
medical fraternity of Ottawa. Before recommend- 
ing appointments the Hospital Trustees went into 
the matter thoroughly, making many inquiries and 
securing the best advice obtainable. 


The follo#ing are the medical men who will com- 
prise the medica] staff : 
CONSULTING 
Surgery, Dr. J. F. Kidd, Dr. I. G. Smith. 


Gynaecology, Dr. R. E. Webster. Obstetrics, Dr. A. 
L. Foster. 


SURGICAL 
Dr. G. 8S. MeCarthy, Dr. F. W. MeKinon, 
Dr. BR. L: Gardner, Dr. H. B. Moffat, Dr. 


J. L. Chabot, Dr. D. T. Smith, Dr. R. E. Valin, Dr. 
J. R. O’Brien, Dr. C. H.-Brown, Dr. T. H. Leggett, 
Dr. Stuart Evans, Dr. D. A. Whitton. 


MEDICAL 


Dr. ©. T. Ballantyne, Dr. C. Laidlaw, Dr. 
J. H. Alford, Dr. J. H. Laidlaw, Dr. W. F. May- 
burry, Dr. J. F. Argue, Dr. A. 8. McElroy, Dr. W. 8. 
Lyman, Dr. R. 8. Stevens, Dr. J. S. Cross. Optha- 
mology, Drs. J. D. Courtney, R. S. Minnes, W. G. 
Fraser, R. H. Ells. Oto-Laryngology, Drs. A. E. 
Mahood, H. L. Sims, H. Courtney, J. K. M. Dickie. 
Gynaecology, Drs. A. T. Shillington, G. H. Hooper. 
Associate Gynaecologists, Drs. F. W. Mohr, F. P. 
Quinn, N. Guiou. Obstetrics, Drs. T. A. Waterson, 
Lorne Graham, W. J. Stevens, J. N. Nathanson, E. 
Couture, L. M. Dawson; Orthopédies, Associate 
Orthopedic Surgeon, Dr. J. M. Murray. Genito- 
Urinary, Drs. Wm. Hutchinson, Geo. Mothersill. 
Pediaties, associate Pediatricians, Drs. R. F. Flegg, 
Geo. Campbell, L. P. MacHaffie, A. B. Wilks, A. 
Charlebois, W. McKay. 

Neurology, Associate Neurologist. Dr. C. H. Pear- 
son. Dermatology, Associate Dermatologist, Dr. O. 


Wilson. Pathology, Dr. Thos. Little. Radiology, Dr. 
W. L. Ritchie. Anaesthetics, Drs. G. M. Geldert, H. 
T. Jost. 


OUT-PATIENTS’ DEPARTMENT 


Surgery, Dr. J. C. Woods, Dr. L. A. S. Stewart, 
Dr. W. Lebel, Dr. A. P. Davies. Medicine, Dr. J. A. 
Dobbie, Dr. A. MeNabb, Dr. A. Lemay, Dr. G. 
Fenton, Dr. W. S. Barnhart, Dr. J. B. Thackery. 
Obstetries, Dr. H. Dover, Dr. W. G. Wallace. Opthal- 
mology, Dr. E. H. Dion, Dr. M. H. Reynolds. Oto- 
Laryngology, Drs. B. C. Reynolds, Dr. Geo. Kennedy. 


With only two exceptions all medical men ap- 
pointed to the medical staff serve entirely without 
remuneration. Dr. D. MeD. Robertson is superin- 
tendent of the Civic Hospital and Dr. Frank Jones, 
is assistant medical superintendent. 


Plain Sewing for Scalp Wounds. 
Surgeon—“I’ll sew that scalp wound for you for 
$10. 
Patient—‘‘Gee, Doc! I just want plain sewing, 
not hemstitching and embroidery.—Medical Journal. 
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“HYGIENIC” 
E | B Red Cross 
Bronk A Enameled Ware 


THON 


OUR OWN 14 POINTS 


1—Solid Steel Base. 

2--Finest Ingredients. 

3—Each Article Four-Coated. 

4—Acid and Fire-Proof. 

5—Difficult to Chip. 

6—Will Not Peel Away from Chip. 
7—Handles and Spouts Solidly Welded. 
8—Durability Unequalled. 

9—Capacities are Actual. 

1€—Scientific and Attractive Shapes. 
11—Made by Experts of Lifetime Experience. 
12—Only Complete Line in Existence. 
13—In Every Hospital in the Country. 
14—Fully Guaranteed. 


L. D. CAHN CO. 





81 Spring Street 


K CITY 


NEW YO 


(Canadian Representatives) 


WRIGHT & CO 
234 Beaver Hall Hill 
Montreal, P.Q., 
Canada. 








The New Ottawa Civic Hospital is equipped with 
our ‘‘Hygienic’’ Red Cross Ware. 



































A Good Resolution 


Resolved— That we will not needlessly risk 
the lives of those entrusted to our care, but will 
install up-to-date fire-fighting equipment, includ- 
ing MONTGOMERY HOSE REELS, which pro- 
tect the hose from rot and may be depended upon 
at all times to work quickly and efficiently. 


Illastrated Folder and 


Prices sent on request 


B. H. Montgomery Hose Reel Co. 


75 Dundas St., E. 


Toronto 
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Makes Sweeping 
Sanitary 


SOCLEAN keeps down the dust while 
sweeping,—it cleans, disinfects, renovates, 
deodorizes and kills germs. 


It has no equal for use in hospitals and 
institutions and appeals to superinten- 
dents, because it is so economical. 


SOCLEAN is used exclusively in many 
of the largest institutions and gives splen- 
did results on wood, cement, tile, linoleum, 
rubber or carpets. 


Samples and Prices on Request 


Mop Wringer 
Pail 


The “Ely” Mop 
Wringer Pail is a 
wonderful labor 
saver for institu- 
tions, just press 
foot lever and 
mop is wrung 
thoroughly = dry. 


wos 4 -Z:e 8 
American mea- 
sure, 14 qt., $4.00; 
20 qt., $4.75. 





Write for Catalogue of Cleaning Appliances 
and Supplies 


Soclean Limited 


444 King Street West Toronto 
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Administration and Nursing De- 
partments in Capable Hands 


New Memorial Hospital, St. Thomas, a Fine 
Institution, Splendidly Equipped 

A great hospital runs so smoothly that the organi- 
zation and the responsibility required in its manage- 
ment is apt to be forgotten. The changes and addi- 
tions required by the new Memorial Hospital which 
was opened recently in St. Thomas, has resulted in 
the gathering together of a very efficient staff. 

The very capable first in command, who has been 
superintendent since the resignation of Miss Lola 
Weldon (now Mrs. Brown, of Montreal), is Miss 
Wilmot Lucille Armstrong, of St. Thomas, a gradu- 
ate of St. Joseph’s Hospital, London, who has been 
connected with Amasa Wood Hospital for the past 
six years. The complete responsibility of the 
management of the hospital, the purchasing of sup- 
plies, and the work of everyone in it rests on the 
youthful shoulders of the superintendent. 

Then there is Miss Elizabeth Shortreed, of Guelph, 
graduate of the Western Hospital, Toronto, who as 
assistant superintendent is general supervisor of 
the house, is in immediate charge of the nurses on 
duty, and the principal instructor in the nurses’ 
training school. Miss Shortreed, who has been 
instructress of nurses at the Guelph Hospital, has 
seen military service, being in France with the 
A.E.F. for one year during the war. Miss Shortreed 
joined the local staff the first of November. 

A newcomer also is Miss Marguerite White, of 
Guelph, a graduate of Macdonald Institute, who has 
had experience with the department of public wel- 
fare in New York City. As dietitian, Miss White 
presides over a special kitchen, where she over- 
sees the preparation of all trays sent up to the 
patients, the supervision of all food served to the 
patients being her special duty. Lectures on the 
theory of dietitics in the nurses’ training school are 
also a part of her office. 

In the sterner field of the operating room, Miss 
Jessie Grant, a recent graduate of the hospital, is 
the very capable supervisor, whose skill and natural 
ability are outstanding, while the night supervisor 
of the hospital is Miss Myrtle Bennett, also an able 
graduate of the local institution. 

TRAINING SCHOOL ENLARGED 

Under these heads, a staff of thirty-four nurses 
is now in training, which number will be increased 
to fifty when the new class enters in April, making 
a much larger training school than the old hospital 
was able to. accommodate. 

The present class of nurses is in residence at 33 
St. George Street and 37 Scott Street. The dining. 
room which awaits them in the new building is a 
cheerful room in cream and blue with blue-bird 
hangings and a refreshing green fernery, while lec- 
tures are to be held in a new room which has up-to- 
date equipment for demonstration. 

Twenty-four doctors are also named on the hos- 
pital staff, twenty-one from the city and three from 
the district. 

An important member of the staff, also, is Miss 
Estelle Watterman, who for over six years has been 
the hospital’s capable secretary and for whom the 
latest equipment for bookkeeping and filing is wait- 
ing in the office of the new building. 

(Continued on page 29) 
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Window Shades 


Cleaned «4 Reversed 
Barnell’s Sanitary Process 


No original Dressing removed. Also Carpets, Rugs and Awnings 
Special Discount to Institutions 


H. E. BARNELL 


100-2 Sherbourne St., Toronto 
































MAIN 339l1lw 
| Keep Your Hospital Windows 0 
? ° | Keep Your Hospit indows Upen 
A Diploma Worth Framing Patients next to windows breathe filtered fresh air. 
- ‘. | No discomforts from draft, snow, rain, soot. 
Thats the kind you want to give your gra- eal ‘ aii : ac : 
duating nurses and interns. Tt means the Pate eae ena: “eae uccaicans 
completion of a long and arduous labor— ; shes. y - 
P 8 structed affording Efficient Maximum Ventilation at Minimum 


make it something worthy of what it 


represents. Our diplomas are of this sort. | Cost. Thousands in use. 


Prices and samples free on request—by return mail 





é | Correspondence Solicited 
Midland Bank Note Co. Sots ere 
0 Reet et es ee ee. ee | The Draftless Ventilator and Screen Co. 
Successors to 47 Booth St. 53 Adelaide St. W. 430 Wellington St. 
G, H. RAGSDALE & COMPANY OTTAWA TORONTO LONDON 

















Something New in Ward ‘Tables 


Made from |'4 x 1'4 square 
tubing legs and braces, giving it 
the mission style effect. We | 
think it a great improvement | 
over the spindley round tubular 
legs generally used on Hospital 


Equipment. 








When ordering again, specify 
the square legs, you will be 
pleased with it. 











Hil 


Any size from 16” x 20” to 
24” x 72" tops. In white enamel 
steel, Cast porcelain enamel, 
steel porcelain enamel or Monel 


Metal. 
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We would be pleased to have your enquiries 


THE METAL CRAFT COMPANY, LIMITED 


Grimsby “t- Ontario 
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DO YOU GET 
WHAT YOU PAY FOR? 


When you buy Hot Water Bottles, you are really buying 
“SERVICE” 


You are interested only in Bottles that will stand up under 
the continuous and strenuous use received in a hospital 
or institution. 


We had this condition in view when we designed the K. & S. 
No. 60 Hot Water Bottle. 
Made of high quality heavy gauge stock in one piece with- 


out seams or cement, it will give exceptional service under 
unusual conditions. 





K.&S. TIRE & RUBBER GOODS 


LIMITED 
Head Office: 99 Paton Road, Toronto, Ontario 
TORONTO HAMILTON ST. JOHN, N.B. MONTREAL WINNIPEG 
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(Continued from page 26) 

Nor is that all. The household staff includes a 
chief engineer and night engineer, a cook, seven 
maids, two charwomen, and the three Chinamen, who 
are in charge of the laundry, a department of the 
hospital which, by the way, is very satisfactorily 
managed, according to the superintendent. 

A skillful staff in a big institution, not the least 
important members of which are the board of gover- 
nors, E. A. Horton (chairman), W. R. Coulter (see- 
retary), James Bristow and the Mayor. 





‘ : POLUSTERINE propucTs © 

Four Mental Hospitals in B.C. we Praee 
There are four mental hospitals or institutions TORONTO ONT } 
in British Columbia, according to information given he ae ae ae 


by the Provincial Secretary in answer to members’ 


questions. Canada’s Pr emier 


The Provincial Mental Hospital at Essondale 


cost $1,572,447 and on November 1 was caring for Disinfectant 


1,091 patients. The institution has a staff of 124. 


The public hospital for the insane at New West- Conforms to strictest standards of uniformity 
minster cost $612,990, with patients numbering 578 and purity. Contains no free alkali or im- 
ff of purities. Supplied to hospitals in 1 and 
and staff of 92. S-gallon tins and 45-gallon steel drums. 
The Provincial Mental Home at Colquitz cost Samples and prices on request. 
$261,034, cares for 158 patients and has a staff of 20. Also in Solid Form for Doctors and Nurses 
The total cost of the Hollywood Sanitarium at Manufactured only by 


New Westminster is given as $2,446,473, the total ° 
number of patients, 1,827 and the total members of P olusterine P roducts Company 
the staffs, 236. of Canada, Limited 

The salaries paid for the month of October 168-178 Ontario Street - - Terente 
amounted to $19,805. The average monthly main- > 
tenance cost, apart from salaries, is given as $24,599. 

















Cintas Certified Clinical 


Enormous Crowds Visit Hospital THERMOMETERS fp 


About 30,000 people visited the new Ottawa Civic 4 














Hospital during the three days the general public ‘“ ” 
was invited to inspect the hospital. Apparently the WHITEX 
authorities did not expect such enormous crowds One Minute 
and a litile congestion resulted at times. Such in- 

terest on the part of the public, however, more than || Red Above Normal 


compensated for any inconvenience caused. 


| $6.00 Dozen 


(Cases Extra) 





Edmonton 
Dr. Washburn Is President 


Dr. R. T. Washburn, superintendent of the Uni- 
versity Hospital, Edmonton, was elected president 
of the Alberta Hospitals Association for 1924-25. 
He succeeds Dr. H. R. Smith. 

Hon. George Hoadley, Minister of Agriculture and 
Public Health, was re-elected honorary president, 
the following list of officers and executive members | 
also being named: 

Vice-president, E. E. Dutton, Lethbridge; Secre- ; | 
tary-Treasurer, S. V. Davis, Edmonton; Executive, White X-Ray and Surgical | 

| 


“W HITECO” 


One Minute 
in N. P. Case only 


$4.20 Dozen - 


Send P.C. for Trial Order 














Dr. H. R. Smith, Edmonton; Dr. Gow, Calgary; 

Mayor Hardie, Lethbridge; Rev. Father Cameron, Supply Co. 

Calgary; H. B. Stickney, Drumheller; Legislative New Address: 

Committee, Dr. H. R. Smith, Dr. Gow, E. W. Stacey, 80 Richmond St. East, Toronto | 
Medicine Hat; E. E. Dutton, and Dr. A. E. Archer, New Phone No. Main 5285 | 
of Lamont. 
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Small Hospitals Present Case 
(Continued from page 10) 
supervisor, Dr. Groves instanced one hospital which, 
while it sometimes had as high as eleven patients, 
last week had only one patient. 

“That is exactly the kind of a hospital which 
should not be allowed to train nurses.’’ Dr. Dobie 
interjected. 

‘‘That is the Kincardine Hospital, and it is gradu- 
ating nurses second to none sent out from Toronto 
hospitals,’’ Dr. Groves retorted. 

Touching upon the 58-hour week, he declared that 
trade union principles might be all right for labor- 
ing classes, but not for professional classes. He 
also pointed out the impossibility of the small hos- 
pital maintaining a separate residence for nurses, 
as the regulations required. 

Summing up his position, he averred that the 
effect of the regulations was arrogation of control 
of the country hospitals by the nurses in every 
detail except that of finances. The latter problem 
they were content to still leave in the hands of the 
boards of governors. ‘‘If we are to be autocratically 
ruled,’’ he declared, ‘‘we must at least choose our 
rulers. Any other condition is unthinkable.’’ 

Stand against the application of the regulations 
to the small country hospitals was also strongly 
taken by E. R. Wigle, M.P.P., Centre Huron, and by 
H. G. Colliver, M.P.P., Prince Edward, who ad- 
dressed the committee. 


Improving a Heating System 
(Continued from page 20) 

water supply to the building to keep the hot water 
circulating. The circulating pump is advisable in 
any good sized building, where a_ considerable 
amount of hot water is used. With the ordinary sys- 
tem considerable water must be run from the hot 
water faucet before hot water comes, This results 
in a considerable waste of water and time. With 
a properly installed recirculating system the hot 
water will come as soon as the tap is opened. In 
an old system, of course, it is difficult to install a 
recirculating type to the upstairs rooms, but usually 
a line can be carried back from the ends of the base- 
ment mains, and a pump on this line will keep the 
water at practically the same temperature at all 
points of the line and will, therefore, considerably 
improve conditions upstairs. 





Quebec 
Founder of Hospital Is Dead 

Rev. Mother Saint Jean Baptiste, founder of the 
Sacre Coeur Hospital, is dead here at the age of 
94 years and ten months. The death occurred at the 
General Hospital after a lengthy illness and her 
passing has created widespread regret, not only in 
religious circles in which she was one of the most 
beloved and outstanding members in the province, 
but in lay circles as well. 

The deceased Mother St. Jean Baptiste entered 
the religious order in June, 1851, and in 1901 cele- 
brated the golden jubilee of her renunciation of the 
world. She is survived by five nephews, Messrs. 
Auguste Edge, of the Provincial Secretary’s staff; 
Phillippe Edge, Deputy Prothonotary of the 
Superior Court; Dr. Alexandre Edge, Wilfrid Edge, 
K.C., and Gustave B. Edge. 
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CLASSIFIED 
DEPARTMENT 





RATES 


One time, 5 cents a word, minimum charge $1.00. 
Three insertions twice the one time rate, minimum 


charge $2.00 


CARD SPACE 


$2.50 per inch each insertion. Replies addressed 
to The Canadian Hospital will be forwarded without 
extra charge. 











DIPLOMAS—ONE OR A THOUSAND-—lllustrated circular B mailed 
on request. Ames & Rollinson, 206 Broadway, New York, N.Y. 





NEW YORK POST-GRADUATE MEDICAL SCHOOL AND HOSPITAL 
—A course in medical social service has recently been added to our curricu- 
lum which consists of seven subjects in conjunction with practical work. 
Applications will be received from graduate nurses or students who have 
no less than two years at an approved medical college. 
Communications should be addressed to the Dean—308 E. 20th St., New 
York, N.Y. 


The Advertisements 


The Publishers accept the announcements of 
reputable houses and reliable products only. 
“A Good Advertisement always contains Information” 
Page 
1 





Bard-Parker Co., Inc 
Barnell, H. E. 27 
Barnstead Manufacturing Company 11 
Beaver Laundry Machinery Co., Limited 
Bramhall, Deane Co. 
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Canadian General Electric Co., Limited 
Canadian Ice Machine Co., Limited 
Canadian Laboratory Supplies, Limited 
Cantilever Shoe Shops 
Corbett-Cowley, Limited 
Diamond Cleanser, Limited 
Davis & Geck, Inc 
Delaney & Pettit, Limited 
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Soclean Limited 
W. L: Somerville 
Southern Aseptic Laboratories 
Geo. Sparrow & Co. 
Sterling Rubber Co., Limited 
The Stevens Companies 
Surgical Mfg. Co., Ltd 
J. C. Tickell & Sons 
Walk-Over Boot Shor: 
A. Wander, Limited 
White X-Ray Surgical Supply Co. 
Wrought Iron Range Co., Ltd. 
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The Burke Electric & X-Ray Co. 


X-RAY ENGINEERS 


Complete X-Ray and Physio-Therapy In- 
stallations, Maintenance Service 


Special Equipment Made to Order 
Kelley-Koett and Engeln X-Ray Apparatus 


357 College Street - 


Toronto, Canada 








Don’t Use Shabby Silver 
Let Us Replate It 
We will make your Silverware, Nickelware and 
Instruments look new again and wear longer than 
ever. Our customers~ include many prominent 
institutions. 


Send a Trial Order or Write for Prices 


WM. McCANN 
114 Jarvis Street - - TORONTO, ONT. 


| 
| 
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“If Its Blankets, Buy The Skelton Brand ’’ 


SKELTON 
BLANKETS 


Write for Complete Set of Minia- 
ture Samples with Prices Attached 


Skelton Woollen Mills Company 


47 KING STREET WEST -:- TORONTO 


We specialize in hospital blankets 
and sell direct from the mills. You 
get better quality blankets at lower 
cost. We supply hundreds of 
prominent hospitals. 




















RUBBER GOODS 


We earry a full line of Rubber Goods for 
Hospitals. Rubber Sheeting, Air Mattresses, 
Clinical Thermometers, Face Cloths, ete. Please 
send us your inquiries. 


The Ontario Rubber Co., Limited 


44 Yonge Street . Toronto 
Everything in Rubber 














We make and supply the 
new standard systems and 
equipment for Hospital 
Record Keeping. Samples 
and complete information 
on request. 


System Service Department 


~ 97 Wellit Wellington St. W., |, TORON TO 














TEA AND COFFEE. 


We make a specialty of supplying Hospitals 
and Institutions 
Better Quality—Better Prices 
Better Service 
Your Enquiry is Invited 


K. C. FREEMAN 
31 Front St. East - TORONTO 














Artistic Cast Bronze Benefactors 
or Memorial Tablets in 
Solid Bronze. 

Ward Plates—Directory Boards and Main Entrance Signs 
—Bronze Standard and Bracket Lamps, etc. 
Hospitals We Have Supplied 
St. Thomas War Memorial Hospital, St. Thomas, Ont.; 
London War Memorial Hospital for Children, London, 
Ont.; Alexandra Sanatorium, London, Ont.; Prince 

Edward County Hospital, Picton, Ont., and others. 


Write Us for Prices and Suggestive Sketches 


I. G. Tickell & Sons 


Art Bronze Founders 


560 KING ST. W. (Ad. 4062) TORONTO, ONT. 














William Lyon Somerville 
Architect 


Hospitals and Institutions 
Partial or Complete Service 


Two Bloor Street West 
Toronto - Canada 




















Canadian Laboratory Supplies, 


Limited 


Canada’s Leading Laboratory 
Supply House 


439 KING STREET WEST TORONTO, ONT. 














CORBETT~- COWLEY 


Limited 


TORONTO 
96 Spadina Avenue 


MONTREAL 
lente) 
im | 
ab 
Hospital Apparel Folder sent on request 


314 Notre Dame St. W. | 
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Please refer to THE CANADIAN HOSPITAL 


when writing 





‘Wear-Ever Equipment 
helps prepare world-famous 
menus and tempting 
delicacies 


N hotels, institutions and pre-’ 

serving kitchens, as in the 

homes of the nation, the “Wear- 

a Ever” trade-mark stands for 

aie greater economy and uniform suc- 

The Edgewater Beach cess in preparing most wholesome, 


ote nourishing and delicious foods. 
ewater Beac icago, known Slone’s Preserved Whole Figs, used on dini 
ee rao cactlicnee’ of ts moe: ko and F d k d e “WW E ” cars.of thirw-four railroads, of which the 
“ ‘ oH = i ilroad ii '° not i 
service 16 somplesely ‘equipped wh” Wear. oods cooked in ear-Ever rich flavor and wholesome purity. This supreme 
_— y delicacy is rents in **Wear-Ever” Aluminum 


excellent cooking. To use (i words Of Mr. W utensils are better flavored. This is Steam Jacketed Kettles. “‘ Wear-Ever”’—free from 


CG badger of this famous ; Desc Acer the possibility of metallic poisoning— is use 
core ease due to the HARDER, THICKER sie ci eoebete a aeke 
ae eee metal,:which takes up the heat, Coon PaCeckettetiomen Tame? 
distributes it evenly throughout 
the entire utensil and holds it at 


even temperature. 





Northern Aluminum 
Company, Limited 


TORONTO 











e 
"al a 4 The Pennsylvania 
. 
Fleet 4 i= ; Railroad 
. ; } A 5 The Dining Cars of the Pennsylvania Railroad 
use ‘* Wear-Ever”’ utensils in preparing the deli- 
cious menus for which the Pennsylvania System 
is noted. ““Wear-Ever” has proved its durability 
and economy in dining car service. To withstand 


such usage aad give service for years is the record 
of “Wear-Ever” on PennsyWanta Dining Cars. 


The Great White Fleet, known to all travelers 
for the excellence of its table service, is com- 
pletely equipped with “Wear-Ever” cooking 
utensils. That ““Wear-Ever” is made to with- 
stand hard service is amply attested by the way 
it resists the knocks and bangs of daily service 
on ocean-going liners. 


Replace Utensils that wear out 
With Utensils that ‘‘Wear-Ever’’ 


MADE IN CANADA 





oe 


